ITEM 

XD701 

XD702 

XD712 

XD715 

XD713 

XD703 

XD520 

XD521 

XD562 

XD70U 

XD705 

XD706 

XD707 

XD71U 

XD711 

XD709 

XD710 

XD708 
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2 December I960 

SFA-.E PARTS 


2 OX Dili. VISION ENLARGER 


DESCRIPTION 

PA ITS 

PART NO. PER A3S V 

REP 

NON 

REP 

QUANTITY 

PER ENLARGER 

Brake, .Varner Electric, Model 
RF250, .375-. r >. 1 Dia. Bore, 

00 VDC 

J3-1070-306 

1 

X 


1 

Clutch, Disc, Friction Felt 

B1U1U6 

h 


X 

a 

Filter, Cartridge, Fulflo 

2 3 RIOS 

1 


X 

2 

Filter, K2, Series 6 


1 


X 

1 

Fuse, Main, Buss Fusetron 
#FNK 6.25 Amp. 


1 


X 

1 

Gasket, Cork Gelatin 

Impregnated 

J P-1070- 1 8 

2 


X 

2 

Gasket, Fulflo Filter, 

Cover Nut 

3201U 

1 


X 

2 

Gasket, Fulflo Filter, 

Vent Screw 

32015 

1 


X 

2 

Gasket, Fulflo Filter, 

She 1 1 

31250 

1 


X 

2 

Glass, Heat Absorbing 

J P-1070-202 

1 


X 

1 

Glass, Negative Tray 

JB-1070-15 

1 


X 

1 

Lamp, Projection, GE, 100W, 
PH-100, TBSC, ( H.K. Selected) 

J P-1070-501 

1 


X 

2 

Lens, Pressure, Assent) ly 

J P-1070-28 8 

1 


X 

1 

Towel, Lens, Lintless 




X 

1 

Tubing, Tygon, Clear 1/U" I.D., 
1/2" O.D. 

JP-1070-U85 

2 


X 

2 

Valve, Air Solenoid, 

SS, Skinner #V5D6600 

JP-1070-U82 

1 

X 


1 

Valve, Liquid Solenoid, 

SS, Skinner #V5l)6260 

JP-1P70-U58 

1 

X 


1 

Voltage Supply, DC, 

Warner Brake 

J P-10 7 0-50 2 

1 


X 

1 
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accessor? picking IIS? 

20X ENLARGER 


Each 

XD 7l6 - Spanner Wrench 

Each 

XB 719 - Allen Wrench Extension 

Each 

Allen Wrenches 

Each 

Instruction tfanu&l 

Each 

Wiring Diagram 
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